ANDREWS INTL / HBID INCIDENT REPORT/LOG 


FOOT BEAT 
DATE 
OFFICER 1 
OFFICER 2 


E-40 

08-06-15 

SGT. R. REYES #117 
J. BENSON # 149 


SUPERVISOR J. SALAZAR 
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40 
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50 
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45 
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00 
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30 
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40 


1645/17 


ON DUTY; ALL EQUIPMENT ISSUED IN GOOD WORKING 
ORDER. 
ASSIGNED VEHICLE # 1. 


BUSINESS CHECK: 6801 HOLLYWOOD BLVD; H/H 
PARKING GARAGE. CHECKED THE PARKING GARAGE FOR 
THEFT AND BURGLARY FORM MOTOR VEHICLES. NO 
VIOLATIONS OBSERVED. 


RADIO CALL: 1602 IVAR STREET; TRIANGLE SQUARE. 
COMPLAINTS OF A MALE ON THE SIDEWALK. ARRIVED 
AND CONTACTED (H) WHO I.D. HIMSELF AS DEWEY RE: 
41.18(d) LAMC; PROHIBITING THE SLEEPING ON THE 
SIDEWALK. SUSPECT COMPLIED AND DEPARTED 
WITHOUT INCIDENT. 


BACK UP: 1602 IVAR STREET; TRIANGLE SQUARE. 
BACKED FB-5 ASSIGNED THE CALL OF A 415 GROUP. SEE 
FB-5 LOG FOR DETAILS. 


ADMINISTRATIVE DUTIES; 6263 SANTA MONICA BLVD; 
CALIFORNIA SURPLUS MART. PICKED UP VEHICLE TAGS 
FOR BID VEHICLES. 


ADMINISTRATIVE DUTIES: 1525 % NO. LA BREA AVE; L.B. 
LOCKSMITH. HAD KEYS MADE FOR THE FRONT DOOR OF 
THE BID OFFICE. 


ADMINISTRATIVE DUTIES: 840 NO. LA BREA AVE; FUNK 
BROS. MET WITH THE OWNER PETER REGARDING 
STARTING ISSUES WITH VEHICLE # 1. 

CODE 7 

BACK-UP: 6102 SUNSET BLVD; STARBUCKS. BACKED FB-5 
ASSIGNED TO THE CALL OF A 415 TRESPASSER. SEE FB-5 
LOG FOR DETAILS. 


BACK-UP: 6290 SUNSET BLVD; STARBUCKS. BACKED FB-3 
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00 


1730/18 
00 


1820/18 
30 


1845/85 
5 


2000/20 
10 


2030 


ASSIGNED TO THE CALL OF THE 415 MAN IN THE 
RESTROOM. SEE FB-3 LOG FOR DETAILS. 


ADMINISTRATIVE DUTIES: BID OFFICE. LOG UPDATE AND 
TRAINING. 


BACK-UP: 1651 CAHUENGA BLVD; CAHUENGA ADULT 
VIDEO. COMPLAINTS OF A TRESPASSER. FB-2 ASSIGNED 
TO THE CALL. SEE FB-2 LOG FOR DETAILS. 


BACK-UP: 6727 HOLLYWOOD BLVD; ARTESIAN PATIO. 
COMPLAINTS OF POSSIBLE DRINKING IN PUBLIC 
VIOLATIONS. FB-3 ASSIGNED TO THE CALL. SEE FB-3 LOG 
FOR DETAILS. 


BUSINESS CHECK: 6801 HOLLYWOOD BLVD; H/H/ 
PARKING. CHECKED THE PARKING GARAGE FOR THEFT 
AND BURGLARY FROM MOTOR VEHICLES. NO 
VIOLATIONS OBSERVED. 


END OF WATCH. ALL EQUIPMENT RETURNED IN GOOD 
WORKING ORDER. 
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